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Pool Service West Hills 



CMG Pools service & repair specializes in equipment installations, repairs, and pool cleaning 
services for commercial and residential swimming pools. We are a licensed contractor in the 
state of California for swimming pool repairs & equipment intallations. 

Our coverage area is the San Fernando Valley and surrounding areas, including but not 
limited to Simi Valley, Moorpark, Oak Park, Thousand Oaks, Westlake Village, Calabasas, 
Sherman Oaks, Van Nuys & Santa Clarita. 



3 

ool Service Woodland Hills 




Pool heaters are a fantastic way to make get the 
most use out of your pool. Having cold-water 
temperatures can be frustrating. While they are not 
necessary for all pools, in California, people 
underestimate how quickly the outdoors cools 
down after the sunsets. If you want your guests to 
enjoy your pool well into the evening, a pool heater 
is essential. 



They can keep the pool at a comfortable temperature without creating a muggy or cloudy 
atmosphere. We can travel to many towns in California to install or repair a pool heater. 
Northridge, San Fernando Valley and West Hills are just a few areas we cater to. There is a 
variety of pool heaters to choose from that can be natural gas or propane. Finding the 
perfect one and then instalhng it can be simple with CMC Pools. CMC Pools offers a wide 
array of pool heaters and will even install them. Because every one of our technicians are 
licensed and certified to repair and install pool heaters, they can offer you professional 
advice on finding the best heater for your needs. 




Pool pumps are an essential element for every pool. Pool 
pumps can keep your pool clean and safe to swim in. By 
buying the right pool pump for your commercial or 
residential pool, you can be certain that your guests will 
enjoy a clean and safe swimming experience for years to 
come. If installed properly by a professional it may even 
be less expensive to run or maintain than it would have 
been if you were to install it by yourself. 



All of our technicians at CMG Pools are licensed and certified technicians that install 
your pool pump quickly and efficiently. We use the best energy efficient equipment. For 
years our clients have trusted our services with their residential and commercial pools 
because we want to make each pool is efficient and safe. There are many locations we 
can go to install a pool pump. Calabasas, Granada Hills and Northridge are only a few 
locations we have clients. We want to be certain that you have a well-working pool 
pump that will keep your pool safe and enjoyable for many years to come. 



For more information please 

visit 

http://www.cmgpools.com 



